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[57] ABSTRACT 

A hinged top cigarette box is provided. The box has an 
inner sleeve nested inside an outer sleeve. Preferably 
both the inner sleeve member and the outer sleeve mem¬ 
ber are formed from the same laminate blank. The outer 
sleeve member has a cover member formed therein. The 
cover member opens and closes by the use of a flexural 
hinge. Alternatively, the hinged top box can be formed 
by separate laminate blanks. Plugs may be used to close 
the top and bottom portion of the hinged top box to 
hold the shape of the hinged top box and to prevent 
cigarettes or loose tobacco from falling therethrough^ 
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